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Message Text 


CONFIDENTIAL 

PAGE 01 STATE 166809 

21 

ORIGIN EB-07 

INEO OCT-OI ISO-00 DODE-00 NSAE-00 TRSE-00 ERDA-05 CIAE-00 

COME-00 EUR- 1 2 /025 R 

DRAETED BY EB/ITP/EWT:LROSS 

APPROVED BY EB/ITP/EWT:RWPRACHT 

COMMERCE/OEA:MKRAVETZ 

DEEENSE/OSD:LJAMES 

RPE 

070306 

R 1600 1 8Z JUL 75 
EM SECSTATE WASHDC 
TO USMISSION OECD PARIS 

CONEIDENTIAL STATE 166809 

EXCON 

E.O. 11652: XGDS-1 

TAGS:ESTC, COCOM, RO, UK 

SUBJECT: UK POTENTIOMETERS TO ROMANIA - IE 1568 

REFS: A. COCOM DOC (74)1955 
B. OECD PARIS 17677 

NO OBJECTION. INGERSOLL 


CONEIDENTIAL 


NNN 
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Message Attributes 


Automatic Decaptioning: X 
Capture Date: 01 JAN 1994 
Channei indicators: n/a 
Current Classification: UNCLASSIFIED 

Concepts: EXCEPTIONS LIST, IL 1668, MEASURING INSTRUMENTS, STRATEGIC TRADE CONTROLS 

Control Number: n/a 
Copy: SINGLE 
Draft Date: 16 JUL 1975 
Decaption Date: 01 JAN 1960 
Decaption Note: 

Disposition Action: RELEASED 
Disposition Approved on Date: 

Disposition Authority: GarlanWA 
Disposition Case Number: n/a 
Disposition Comment: 25 YEAR REVIEW 
Disposition Date: 28 MAY 2004 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1975STATE1 66809 

Document Source: CORE 

Document Unique ID: 00 

Drafter: LROSS 

Enclosure: n/a 

Executive Order: XI 

Errors: N/A 

Film Number: D750245-0419 
From: STATE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: linki 975/newtext/t1 9750750/aaaabtav.tel 

Line Count: 44 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ORIGIN EB 

Original Classification: CONFIDENTIAL 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: CONFIDENTIAL 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: GarlanWA 
Review Comment: n/a 
Review Content Flags: 

Review Date: 14 MAY 2003 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <14 MAY 2003 by ShawDG>; APPROVED <03 JUN 2003 by GarlanWA> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
06 JUL 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: UK POTENTIOMETERS TO ROMANIA - IL 1568 
TAGS: ESTC, RO, UK, COCOM 
To: OECD PARIS 
Type: TE 
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